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[Letter One: ] 


William Sellers & Co. Incorporated 
Philadelphia. 
August 5, 1887 


Mess: Wilson, Bros & Co. 
435 Chestnut St, Phila. 


Dear Sirs:-- 

We have yours of the 4" relative to the bevel gear driving the Coining Room at the United 
States Mint. The writer has examined the drawings in Conjunction with M: Butler and believes 
that this work could be conveniently driven by belt, but desires to substitute an iron wheel for the 


wooden one now running before any further steps are taken to remedy the difficulty. 


This wheel was ordered the day he saw it with M: Darrach and its Completion will be 
hurried as rapidly as possible. 


Yours Truly, 
(Sy:) W: Sellers Pres: 


[Noted in margins:] Copy 
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[Letter Two:] 
[Abstract:] In reference to the vibrations under Coining Room have called the attention of Wm 
Sellers & Co. to this matter. with enclosed letter. 


John A. Wilson, Civil Engineer 

Jos. M. Wilson, Civil Engineer & Arch: 

Fred. G. Thorn, Architect. 

Henry W. Wilson, Civil Engineer. 

Charles G. Darrach, Civil & Hydraulic Engineer. 
Henry A. Macomb, Architect. 


Wilson Brothers & Co. 

Civil Engineers and Architects, 
No. 435 Chestnut St. 
Philadelphia, Pa. 

August 8, 1887 


H. C. Hickok Esq. 
Acting Supt of Mint 
Philad— 


Dear Sir. 


Yours of this date has this moment been received. noting the vibrations under coining 
room. We have called the attention of the Wm. Sellers Co. Inc. to this matter. 


Our Mr. Darrach called the personal attention of Mr. W® Sellers to the matter Aug 4: 
enclosed you will find his answer—on the 6° of Aug we again called attention to the matter by 
letter and will now transmit your letter to them and urge their prompt action 


Respy. 
Wilson Bros & Co. 


